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BILL NO. S-75-03-^,3 


SPECIAL ORDINANCE NO. 


s _ 


AN ORDINANCE approving a contract with BORG- 
WARNER for purchase of rotating assemblies 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated February 12, 1975 between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works and 
BORG-WARNER, BYRON JACKSON PUMP DIV. for, 

Complete rotating element assembled and 

balanced and necessary equipment for 

parts for pump $29,107.00 

all as more particularly set forth on City Utilities Purchase Order 6420, which is 
by reference incorporated herein and made a part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from and 



APPROVED AS TO FORM 
AND LEGALITY,. 









Read the first time in full and on motion by seconded by 

v and duly adopted, read the second time by title and referred 


to the Committee on__ 




_ (arEt~tte~6irfey- Plan 


Commission for recommendationT and HT ffllo ffe a - r ing t , n hr , im ii af+ . o-r s i V i e legal notice, 
at the Council Chambers, City-County ■ 

tus" 



o’ cie-ei—P7tl77'E7STr’ 
Date: 


Read the third time in full and on motion by 
seconded by_ 


CITY CLERK 


and duly adopted, placed on Its passage. 


Passed ffeSgT) by the following rote: 

AYES / . HAYS ■'O 


BURNS 
HINGA 
KRAUS 
MOSES 
MJCKOLS 
SCHMIDT, D. 
SCHMIDT, V. 
STIER 
TALARICO 
DATE: 


7 




7 


~7 

— 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (EOTing imp)-terep^ (Special) (- A p propriat ion) Ordinance 

(R es o luti on) No. on the d ay of 197 <J> . 

A^EST : (SEAL) 

£ 46 ' /y/ 


CITY CLERK l '- / / PRESIDING OFFICER 

Presented by me to the Mayor of the City of Forx Wayne, o-h^the 

day of_, 197 , at thb':iou.i‘ v of-If* clock 

t $?,«&$ 1 


7. M ..E.S.T. 


Approved and signed by me this c ^‘^^ . a y of 
at the hour of 7• o’clock *~P- M . .E.S 



v » CITY <CLERK ^ w ^ 

*• ' „ .. 

,_ 

** " - _, 197 . 



















































































S-75-03-23 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities to whom was referred an Ordinance 


approving a contract with BORG-WAENER for purchase of rotating 


have had said Ordinance under consideration and bag leave to report back to the Common 
Council that said Ordinance _ p -’ 

Paul M. Burns - Chairman 


Donald J. Schmidt - Vice - Chairman 



Winfield C. Moses, Jr. 


William T. Hinga 




T77C 


Eugene Kraus, Jr. 


/ j a A c \ r \ 


MADE A MATTER OF RECORD 
PATEg^T^ CHARLES W. WESTERMAN, CITY CLERK 






























©QW QDtF [FODDBIT 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r 

Borg Warner 

Byron Jackson Pump Div. 

36 S. Wabash Ave., Suite 716 
L-Chicago, Illinois 60603 



<* / — *<7 / - / 

ORIGINAL _Z/ 

8420 '**/ 7r 


PURCHASE ORDER NO. 



CajJld&'llsdl' 


F i i frat ion Plant 
Griswold Dr. 

Ft. Way,D 9 , INdiana 


MAIL ALL INVOICES TO ■ 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANT,TY 

# , r - 


UN.T 


!C{15~affirm )TEM 75 

21-634. 

03 

1 

Complete rotating element assembled and 




-balanced, for purnp #6 serial #122824-18" 




f>?V Type S / Swg. 1 -C- 1007- 1 Shaft to be 




furnished, special extra large, in accord 

a nee 



.with Byron. Jackson. Dwg. #!6728-C consis' 

Ling 



of the following parts: 



1 

Special shaft-special extra large, 11-13$ 




Chrome, heat treated. 



I 

Special impeller. Bronze 



1 

Special Impeller Spacer sleeve thrust end 

Bron ze 


1 

Special Impeller spacer sleeve, redial en 

j, Bronz 

e 

2 

201 Impeller wear rings. Bronze 



2 

205 Case wear rings. Bronze 



1 

676-B Key, Impeller, 18-8 stainless steel 



1 

676-A Key coup 1ing,18-8 stainless steel 



2 

Special Packing rings stops. Bronze 



2 

Special Split glands. Bronze 



2 

Special Cage rings. Bronze 



i 

29 i -A Bearing shell, babbj-rt lined, radia 



1 

291-B Bearing shell babbitt lined, thrust 




As per quote #864-C, Firn Price , net 30 

’fXtT 

31TV 


F.O.B.: Los Angeles, Cafif. 

- v 0 Goo 


Send 





4 th rvCO> 

g finin’ C 


CONTINUED ON PAGE TWO. 

Fort Wa¬ 

me, India; 


She 

vy P. O- s 

dumber o 


nr* 

1 Invoice. 



0 


6,870 

K\\ 

ty B’ci: 

;45302 
Packing 


Siip 



D CONDITIONS C 

























©Din? ®[F tF®OST ffiMTOE, 

CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


r 


Borg Warner 

Byron Jackson Pump Di v 

36 S. Wabash Ave. 

1_Chicago, 111. 



6? / — / - /o 


on 1 1 n ire c 


This number must ap 
age, packing stip, inv 
express receipt and c 

12. 1975 


ir on each pack 
e, bit) of lading, 
espondence. 


J 


TO - 


FiItration P1 ant 
Griswold Dr. 

Ft. Wayne, Indiana 


MAIL ALL 


WSKUAftT 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

DESCR.PT.ON 

a w CC o T n S r 

UN.T RRTCE 


CONTINUED FROM PAGE ONE. 


c 

£ 

1 

Conplete rotating element assembled and 
balanced for Pump #4 Serial #122822-16“ 

LMV type S. Shaft to be furnished special 
extra large, in accordance with Byron 
Jackson. Dwg. #|6723-C Consisting of the 
foI 1owing parts: 


. • O 

■ ^ 

O 1 
P'r- 

1 ■ 

1 

1 

1 

2 

2 

1 

1 

Specia 1-Shaft, special extra large, 1I — 13F 
Chrome, heat treated 

Special Impeller, Bronze 

Special Impeller spacer sleeve, thrust enc 
bronze 

Special Impeller spacer sleeve, redial enc 
Bronze 

201 Impeller wear rings. Bronze 

205 Case wear ri'ngs. Bronze 

676-B Key impeller, 1 8-8 "gta i n I ess steel 
676-A Key coupling, 1 3-8, stain1 ess steel 

EKK8MX 

cr 

0 5 - 


Tax exempt #034508-03 

As per Quote #36473-C-Firm Price 

Price quote net 30 days, F.0 . 3 .: Los Angel 
Calif. 

Ship: Promise 9 months A.R.O.(or sooner) 

as. 



SUBJECT TO C0UMC1LMA 1NC.APPROVAL. 

JK/Je #250 & 25 i 




:° 
~z <5 


- o £ 

' n‘ P 


S *0 
w § 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2%"'CASH> DISCdUNT 

[/ / 

BY_ V. _-___ 


3JECT TO CONDITIO 

























--22^ Borg Warner 

» Byron Jackson Pump Division 

City Utilities 36 S. Wabash Ave., Suite 716 

Chicago, Illinois 60603 


PURCHASE 


REQUISITION 


February 10, 1975 

Please order the following Material for Delivery as Specified: 

— , , , . Three Rivers Filtration Plant 

To be delivered to_ 

On or before_,____— 


XU 11 j 





QUANTITY 

DESCRIPTION 

DIST. 

DEPARTMENT 
ESTIMATED COST 

1 

Complete rotating element assembled and balanced, for pump 
#6 Serial # 177.824-18" MV Tvpe S. Dwg. I-C-1007-1 

Zz-^34-0 

3 



Shaft to be furnished, special extra large, in accordance 
wi th Rvrnn Jackson. llwcr. #16728-C consi sting of the 





following parts. 





1 - Special ..shaft ..special extra large, 11-13 % Chrome, 
heat treated. 





1 - Special - Impeller, Bronze 

1 - Special - Impel!er spacer sleeve thrust end Bronze 





1 - Special - Impeller spacer sleeve, radial end. Bronze 

7 - 701- Impeller wear rings, Bronze 





2 - 205 - Case wear rings. Bronze 

1 A76-R - lfpv TmpelieTj 18-8 stainless steel 





1 - 676-A - Key coupling, 18-8 stainless steel 

? - Special r- Packing rings stops. Bronze 





2 - Special - Split glands. Bronze 

2 - Special - Cage -rings,Bronze. 





1 - 291-A - Bearing shell, babbitt lined, radial 
\ ?Q‘i R Bearing shell, babbitt lined, thrust 


816.870. 

m 





REMARKS: 

. .. ... _. .. . _ y . ... .... 

As per quote #86473-C - J— 

Pripp quote net ZO Javs P D R T.os Anereles. California 


i 




. i 


I hereby certify that the work or supplies above specified 
are necessary for stock or use in this department. 

; r^n, • O'. Qv ? fiJL />A , pU)-- 

/ Dept. Head 


Charge 


Filtration Plant 


X 




































I}ate_—- 

please order the following Material for Delivery as Specified: 

, ,, , Three Rivers Filtration Plant 

po be delivered to--- 

On or before__—-- 


February 10, 1975 


Borg Warner 

_ Byron Jackson Pump Division 

City Utilities 5 r l s - Wab ^. Ave -y^! e 716 

l Chicago, Illinois 6 O 6 O 0 

PURCHASE REQUISITION 

C- 2 - 


_Req. No._ 
_P. 0. No. 


AY 


QUANTITY 

DESCRIPTION 

DIST. 

DEPARTMENT 
ESTIMATED COST 

1 

Complete rotating element assembled and balanced for Pump 

#4 Serial # 122822 - 16" LMV type S. Shaft to be furnished 

Ih{e3^ 

? 5 



special extra large, in accordance with Byron Jackson. 

Dwe. #16728-C consisting of the following parts. 





1 - Special - Shaft, special extra large, 11-13 % Chrome, 





heat treated 

1 - Special - Impeller, Bronze 



.... 


1 - Special - Impeller spacer sleeve, thrust end. Bronze 

1 - Special - Impeller spacer sleeve, radial end. Bronze 


| 



2 - 201 - Impeller wear rings. Bronze 

2 - 20S - Case wear rings, Bronze 





1 - 676-B - Key impeller, 18-8, stainless steel 

1 676-A - Kev coupling, 18-8, stainless steel 


$12,237.i 

DO 


r 21 $3 t/STo f— 





As per Quote # 86473-C - Ft1 JU 


JSjlc>7. 



Price quote net 30 days, F.O.B. Los Angeles, California 


V 



Sl^Cf ^ 0, J 




REMARKS: 

a yu l?7b. 




^ 

&/* W m 





I hereby certify thei the vrork or supplies above specified 
are neceaury for stock or use in this department. 


Filtration Plant 









































DIGEST SHEET 




TITLE OF ORDINANCE Special Ordinance 
DEPARTMENT REQUESTING ORDINANCE _ Board of Public Works _ 

SYNOPSIS OF ORDINANCE Covers proposed purchase of rotating assemblies from Borg 
Warner-Byron Jackson Pump Div, in amount of $29,107,00 needed for Byron Jackson 

Pump at Filtration Plant. 

SEE PURCHASE ORDER ATTACHED 


EFFECT OF PASSAGE Provide necessary parts for pump at Filtration Plant. 


EFFECT OF NON-PASSAGE Unable to efficiently operate pump at Filtration Plant. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) $29,107.00 to City Utilities 


ASSIGNED TO COMMITTEE |U 





























